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not be revived, and demanded a closer dependence
on the Crown. Henceforth, that colony had to
reckon with a hostile group within its own borders,
one that deemed the institutions and laws of the
colony oppressive and unjust, and that for a time
resisted the authority of what its leaders called a
"pretended" government. During the years that
followed, these men made many efforts to break
down the independence of the corporate govern-
ment, and to this extent the rule of Andros left
a permanent mark upon the colony.